NEW 0CO6EL ANTCKNA — \ 
WOCa 08:52. 5d6 CMH \ 
OR KW SWlAiR ANT£KKA \ 
MOOa SRl-3028. I2«. OiN 



KEW ANTDM* mast 


TAPED CONNECTOR AS PER ■ 

sou spcctftwnows. 

apply -scoichkoie" sealant 
Over Taped area 

WEAJMCRPftOOf GROUND CONNECTION 

vwih Rueeen (Bum) we. tape 

WU. OCTEKO 2" BEYOND EACH SOE 
WTM 1/2" TAPE w*JTM OVERLAP 

AX03F* C«OUN0«C WT 1223158 
nSTall. BETWEEN CABLE AW) CONDUIT 



PROVIDE WEATHER-KEAO 


2 1/2" DOUBLE STRONG 
STEa fVE 


■ AKOREW FSJI-50A 
I/*" SuPERFLEX OR 
APPROVED EQUAL 
(10" JUMPER WIH 
N-MALE CONNECTORS) 


DECIBEL & SINCLAIR - ANTENNA MOUNTING DETAIL 

(NOT TO SCALE) 


NOTE S 


1} INSTALL SIX ANTENNAS AND CABLES AS SHQVN ON NEV PCCf MOUNTS 

2> C«US: >W * rACIUf,£:R * S ,NSIRUCT10NS f0S IW^ALLAHCW Cf ANTENNAS AND 

*' ^^^^■■ii.v iafthiflSr ^ caelc - * mev 

^^VA^^ M <,0> fEEI SLACK °» THE 

5) ap£ vio t^oxS^eT* WTH riPCSI0P SEALI!iG ctw^a as • 

7) FINAL CONNECTION AND ALIGNMENT Of ANTENNA BY OTHERS <PA RADIO 
SMOPX 



